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CONFIDENTIAL 

PAGE 01 STATE 135598 

14-11 

ORIGIN ARA-10 

INFO OCT-01 ISO-OO PM-03 CIAE-00 H-02 INR-07 L-03 NSAE-00 
NSC-05 PA-01 PRS-01 SP-02 SS-15 USIA-06 DOTE-OO CG-00 
/056R 

DRAFTED BY OSD/ISA/FMRA:SGOLDSMITH:DG 

APPROVED BY ARA/LA/CAR:JRBURKE 

OASD/ISA/IA:CAPT RGOODEN 

OGC(IA):MR. KONAN 

OP-61 :CDR. MCCOY 

PM/ISO:COL.FFLEMINGS 

ARA/CAR:TMACKLIN 

125545 

R 102354Z JUN 75 
FM SECSTATE WASHDC 
TO AMEMBASSY PORT OF SPAIN 
INFO SECDEF WASHDC 
COGARD 

COMNAVELECS YSCOM WASHDC 
CNO WASHDC 

CONFIDENTIAL STATE 135598 

E.O. 11652: GDS 

TAGS:PFOR, MARR, TD 

SUBJECT: OMEGA STATION TRINIDAD 

REF: A) PORT OF SPAIN 1 148; B) STATE 077316 

1. APPRECIATE DETAILED EMBASSY ANALYSIS OF PROSPECTS FOR 
OMEGA STATION, UNDERSCORING HIGH QUID PRO QUO WHICH GOTT 
PROBABLY WOULD SEEK FOR EXTENSION OF AGREEMENT BEYOND 
1977 EXPIRATION DATE, EVEN IN BEST CASE SCENARIO. 

TECHNICAL FACTORS PRECLUDE AN ACCURATE FORECAST AT THIS 
TIME, BUT DOD WILL HAVE A CLEARER PICTURE OF REQUIREMENT 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 135598 

FOR STATION, IF ANY, BY MARCH 1976 AFTER THE ARGENTINA 
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AND LIBERIA STATIONS ARE OPERATIONAL AND DATA CAN BE 
COLLECTED TO VERIFY THEIR ACTUAL COVERAGE. WE ALSO HOPE 
TO AVOID PITFALLS INHERENT IN SEEKING TO PROLONG OMEGA 
PRESENCE BEYOND EXPIRATION OF CURRENT AGREEMENT. KISSINGER 



CONFIDENTIAL 
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Document Source: CORE 
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ISecure: 1 
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